STATUTES AT LARGE

SECTION 1: Act 1092 of 1950 amended-construct water pipe
line for industrial establishment locating near its terminal end,
Anderson County-cost consumers pay.-That an Act of the
General Assembly for 1950, approved April 27, 1950, bearing rati-
fication number 1002, entitled "An Act to make appropriations for
ordinary county and school purposes for Anderson County for
the fiscal year beginning July 1,.1950, and ending June 30, 1951, and
to provide for the levy of taxes to defray the same", be, and the same
is hereby amended by inserting a new section to be known as Section
19-A as follows:
"Section 19-A - The Treasurer of Anderson County is hereby di-
rected to transfer from the County Road Bond Payment account to
the Supervisor and Board of County Commissioners a sum not ex-
ceeding fifty thousand ($50,000.00) dollars to be used to pay the
cost of installing and constructing a water pipe line from the water
supply system serving the City of Anderson, now owned. by Duke
Power Company, at or near the intersection of Pope Drive and
Whitehall Road to the County Home and County Prison Camps and
other consumers of water in the immediate adjacent area, as here-
tofore authorized by the County Delegation, and as shown by a plat
,tow on file with the County Supervisor; provided, that any indi-
6dual or commercial consumer of water shall pay his or its own
4:ost of installation or connection with the line and the cost of the
water consumed. The Supervisor and Board of County Commis-
Sioners are further authorized to enter into appropriate contracts for
reimbursement of all or a reasonable portion of the cost of said
water line.
Provided, That the appropriation and water line herein authorized
to be constructed are declared to be contingent upon the condition,
heretofore set out in the authority granted by the Legislative Delega-
tion to the Supervisor and the Board of County Commissioners, that
a proposed industrial establishment shall locate near the terminal
end of the new water line, being fulfilled, and construction on said
water line shall not commence until 5 days after firm contract is
executed assuring the location of such industrial establishment.
Provided, further, that any contracts executed pursuant to this
Act shall be approved and signed by the Supervisor and a majority of
the Board of County Commissioners."
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